IMPORTED VICTORINOX SWISS CUTLERY 

with a reputation for quality. 



Swiss craftsmanship, readily evitend in many of their products, is also 
available in our line of VICTORIA tools. Grower and nurserymens accept¬ 
ance has been unanimous, and the acclaim and praise by its users, is your 
assurance that the H. A. Wirth VICTORIA line is another outstanding 
product , designed and constructed with the grower and nurseryman in mind. 


VICrORIA 



No. 472 - Victoria Budding and Grafting Knife. Straight blade with barklifter. 
2%" blade, 4" brass lined black handle. Weight: 2 oz. - folding blade - carbon 
steel blades or stainless steel blades 



No. 473 - Victoria Grafting Knife with narrow pointed blade, suitable for thin 
grafts. 2%" blade, 4" brass line black handle. Weight: 2 oz. - folding blade - 
carbon steel blades or stainless steel blades 
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No. 474 - Victoria Budding Knife. Curved blade with barklifter. blade Vi" 
serrated thumb supporter, 4" brass lined black handle. Weight: 2 oz. — folding 
blade — carbon steel blades or stainless steel blades 



No. 475 - Standard Victoria Grafting Knife. Very popular with nurserynnen and 
greenhouse operators. 2/4" blade, 4" brass lined black handle. Weight; 2 oz.— 
folding blade — carbon steel blades or stainless steel blades 



No. 471S - Victoria Budding Knife. 2" blade, 4" black handle, 1%" folding brass 
opener. Weight: 2Vi oz. - folding blades - carbon steel blades or stainless steel 
blades 



No. 437 - Victoria Pruning Knife for light pruning and grafting. Slightly curved 
2%" blade, curved 4%" rosewood handle. Weight: 2Vi oz. - folding blade - 
carbon steel blades or stainless steel blades 



No. 440 - Victoria Pruning Knife for medium to heavy pruning. Heavier than No. 
437, with a more curved blade and curved walnut handle. 3" blade, 4%" rosewood 
handle. Weight: 3oz. - folding blade - carbon steel blades or stainless steel 
blades 
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NEW- - BY VICTORIA : THE ” ECONOMY” LINE 
Lig ht alloy linin g of the handle , instead of brass . The 
average weight of each knife is therefore less than VA 
ounces . BLFT.... the blade is of the same quality, as the 
standard Victoria Stainless Steel line of professional 
knives. These knives do not substitute weight for qua¬ 
lity. This line has found great appeal with nurserymen 
around the world. 



No. 2472 — Victoria Budding and Grafting Knife. Straight blade with barklifter. 

stainless steel blade, 4" alloy lined red nylon handle. Weight: VA oz. - 
folding blade 



No. 2473 — Victoria Grafting Knife with narrow pointed blade for thin grafts. 
2%*' stainless steel blade, 4" alloy lined red nylon handle. Weight: VA oz. — 
folding blade 



No. 2474 — Victoria Budding Knife. Curved blade with barklifter. blade, Vi" 
serrated thumb supporter, 4" alloy lined red nylon handle. Weight: IVi oz. — 
folding blade 



No. 2475 - Victoria Grafting Knife. A good all-around knife and suitable for 
taking cuttings. 2%" stainless steel blade, 4" alloy lined red nylon handle. Weight: 
VA oz. ~ folding blade 
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